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This Notice Expires 1 December 1963 


PERSONNEL HN 20-115 


13 September 1963 


* 
ANNOUNCEMENT OF. ASSIGNMENT TO KEY POSITION 


OFFICE OF THE DEPUTY DIRECTOR 
FOR SCIENCE AND TECHNOLOGY 


Effective 9 September 1963, Robert M. Chapman is appointed 
Deputy Assistant Director, Office of Research and Development. 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


L. K. WHITE 
Deputy Director 
for Support 
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